- see below FOIA responses highlighted in red. 

Pursuant to the Michigan Freedom of Information Act, I hereby request the following records: 

A complete and accurate count of all transgender inmates currently in custody in the Department of Corrections as mandated to be recorded by the Prison 

Rape Elimination Act including: 113:. 

the number of transgender wo me n in cus to dy: 2 

the number of transgender women who are housed in men’s facilities; 0 

the number of transgender men in custody: 111 

the number of transgender men who are housed in women's facilities: 0 

the number of transgender peopl e who are t aking ho rmones: 45 







